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Abstract 


Background: PIH is associated with increased vascular resistance and 
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decreased utero -placental perfusion resulting in an increased incidence of 
foetal hypoxia and impaired foetal growth.The objective of this study was to 
assess the diagnostic performance of S/D ratio, resistance index(RI), 
pulsatility index (PI) and cerebro-placental ratio (CPR) in the prediction of 
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adverse perinatal outcome in PIH and IUGR. Objective: is to determine S/D 
ratio, RI, PI, CPR and asses their diagnostic values in the prediction of 
adverse perinatal outcome.Material & Methods: 50 pregnant patients with 
PIH and IUGR, beyond 28 weeks of gestation, were prospectively studied at 
P k das institute of medical college,vaniyamkulam and subjected for Doppler 
study of the umbilical artery and foetal middle cerebral artery. The 


abnormality of above parameters was correlated with the major adverse 
perinatal outcome.Results: Patients with abnormal Doppler parameters had a 
poor perinatal outcome, compared to those who had normal Doppler study. 
The cerebro-placental ratios(CPR) had the sensitivity and specificity, positive 
and negative predictive values of 95%,76%,73%,95% respectively with Kappa 
value of o .68(good agreement) and p value of .000 which was statistically 


significant, for the prediction of major adverse perinatal 
outcome.Conclusions: This study shows that Doppler study of umbilical and 
foetal middle cerebral artery can reliably predict the neonatal morbidity and 
helpful in determining the optimal time of delivery in complicated 
pregnancies. The CPR is more accurate than the independent evaluation of 
S/D, RI, PI, in identifying foetus with adverse perinatal outcome. 
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INTRODUCTION outcome in an obstetric patient with high 
prevalence of PIH and IUGR. Compared to 
other methods of fetal monitoring Doppler has 
proved to be more sensitive in detecting foetal 
compromise early and aids in the appropriate 
timing of delivery.2] Measurement of Doppler 
indices only in umbilical artery correlates less 
well with foetal compromise than the 
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The Doppler study of UA and MCA has a 
potential to evaluate the utero -placental 
circulation and fetal blood flow in non- 
invasive, repetitive manner.l! There is ample 
evidence from this study that Doppler indices, 
can reliably predict adverse peri -natal 
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measurement of both umbilical artery and 
foetal middle cerebral vessel, just as in 
biophysical profile, though each parameter is 
affected by hypoxemia, composite score gives a 
better prediction. [l] 


The ratio of indices between middle cerebral 
artery and umbilical artery(CPR) is more 
accurate than independent evaluation in 
identifying foetus prone to growth restriction 
in PIH women.!B! However it does not predict 
or correlate with any specific neonatal 
complications. 


Thus Doppler study of umbilical and foetal 
middle cerebral artery provides an insight into 
difference facets of foetal response to hypoxia, 
has higher sensitivity for identification of 
perinatal mortality and morbidity in severe 
preeclampsia and foetal growth restriction. [ll 


MATERIAL AND METHODS 


This prospective study was carried out on fifty 
women selected from OBG dept, at PK das 
institute of medical college, vaniyamkulam, 
ottapalam, palakkad district of Kerala from 
June 2018 to December 2020. 


The study group comprised of clinically 
diagnosed severe PIH, IUGR foetus, 
oligohydromnios, gestational diabetes. The 
inclusion criteria for the study group was 
above mentioned high risk pregnancy with 
vertex presentation. All the participants were 
sure of their last menstrual period and had 
regular cycles previously. 


Obstetrics ultrasound was carried out after 
taking informed written consent and subjected 
for Doppler examination of the UA and MCA. 
The women were followed by serial Doppler 


assessment and the results of the last Doppler 
reading before delivery was considered in the 
subsequent correlation with perinatal outcome. 
flow velocity wave form were recorded from 
the UA and MCA. The S/D ratio, RI, PI, of UA 
were noted in a standard plane using Philips, 
hd 11, colourdoppler with frequency of 
3.5MHZ. Doppler study was considered 
abnormal when S/D ratio, RI, PI of UA is more 
than 2 standard deviation and MCA is less 
than 5th percentile for the gestational age 
according to the standard reference values. The 
abnormality of above parameters were 
analysed and correlated with the maternal and 
perinatal outcome. Perinatal adverse outcomes 
were studied under major and minor adverse 
outcome. The major adverse outcomes were 
perinatal death, hypoxic ischemic 
encephalopathy;intraventricular 

haemorrhages, peri ventricular leucomalacia 
pulmonary haemorrhage and necrotizing enter 
colitis. Minor outcomes were includes 
caesarean delivery for foetal distress, Apgar 
score below 7 at 5 minutes, sepsis, 
hypoglycaemia, hyperbilirubinemia, admission 
to neonatal intensive care units. 


Cerebro-placental ratio (CPA) was calculated 
from PI of MCA divided by PI of UA. CPR is 
constant during last 10 weeks of pregnancy.l+5] 
Reference value of 1.08 was taken as cut off 
value for the prediction of adverse outcome in 
accordance to TruijenSPM_ et al.[&lThe 
pregnancy were followed up and the final 
maternal and perinatal outcome of each case 
was noted. Various intra partum and neonatal 
indicators were used to assess the outcome. 


Data analysis: Collected data were analysed by 
sensitivity and specificity, predictive value, 
kappa statistics and” p” value. 
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Demography 





Prigravida_50%. Multigravida_50% 


Pregnancy Complicatons 


E ist Otr 
E 2nd Qtr 
E 3rd Qtr 
E 4th Otr 





1. GDM -2%, 2. PIH-34%, 3. PIH+IUGR-42%, 4. IUGR-22% 


RESULTS 21patients were having IUGR, and 11 patients 


, , had both. Mean maternal age was 25.16yrs. 
Out of 50 patients 25 were primigravida and 25 


were multi gravida, representing 50%each. Out of 17 patients of severe PIH, abnormal 
Seventeen patients were having PIH, Doppler study was noted in 5 patients and 
normal Doppler study in rest of 12 patients. 
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out of 5 patients of abnormal Doppler study, 
one patient shows abnormal values in all 
indices, in two patients S/D ratio, RI, PI, were 
normal, but PI of MCA and CPR were 
abnormal, one patient had increased S/D ratio 
with normal RI, PI, of umbilical artery and PI 
of MCA with abnormal CPR of less than 1.08 
and one patient had reversal of end diastolic 
flow. 


There were 2 perinatal deaths in the above 
group, one stillborn and another neonatal 
death. the weight of the fresh stillborn was 
1.1kg, it was an induced, preterm, vaginal, 
non-instrumental delivery, ante natally mother 
had olio hydromnios with non-reactive NST, 
all the Doppler indices were abnormal, and 
BPP of 6 out of 10.Neonatal death occurred 
within 24 hrs after delivery, of baby 
weight1.2kg. It was a induced, preterm, 
vaginal, non-instrumental delivery. Baby had a 
low 1 and 5 minute Apgar score received 
resuscitation and ventilator support, cause of 
death was HIE, antenatal, Doppler had shown 
reversal of diastolic flow. 


In those who were having normal Doppler 
study numbering 12, one had stillbirth of male 
baby weightl kg. it was, induced, preterm, 
vaginal, non-instrumental delivery. Ante 
natally mother showed oligohydramnios with 
non-reactive NST and BPP of 6.there were 8 
preterm deliveries and 4 term deliveries,10 
labours were induced. There were 3 
instrumental deliveries and 2 lscs, one term 
Iscs done for thick meconium and another 
preterm Iscs for type 2 decelerations. Two 
neonates born were not having any of minor 
adverse outcome, rest were having 1 or 2 
minor adverse outcome, out of which 1 had 
RDS, sepsis and hyperbilirubinemia and same 


neonate required resuscitation for poor Apgar 
score at 1 minute. 


Out of 21 patients who were having IUGR, 11 
were primi -gravida and 10 multi gravida, 
abnormal Doppler study was noted in 11 
patients. One patient showed absent diastolic 
flow with brain sparing effect, subsequently 
baby had a neonatal death due to HIE, on 3 rd 
day of NICU stay. Antenatal mother had olio 
hydromnios with non-reactive NST and BPP 
score of 6. It was induced preterm vaginal, 
non-instrumental of delivery of female baby of 
weight 1.1kg. There were 6 term and 5 preterm 
deliveries. Induction was required in 8 patients 
and 3 deliveries were by instruments. There 
were 4 lIscs and indications were type 2 
decelerations in three and one was elective Iscs 
for IUGR. All babies survived except one who 
had neonatal death on the day20, because of 
HIE. No of patients showed type 2 
decelerations and 2 showed meconium 
staining during intra partum  period.1 baby 
had RDS and 1 baby N EC, rest of the babies 
had lor 2 minor adverse peri -natal outcome. 
Average birth weight in above group was 1,68 
kg with all babies having asymmetrical IUGR. 


In 10 Patients who had normal Doppler study, 
7 had term delivery, 5 required induction, and 
1 instrumental delivery. There were 4 LSCS. 
Two for type 2 decelerations, one for IUGR, 
and one for previous lIscs. All the babies did 
not have any major adverse perinatal outcome. 
In rest of the babies born,2 had sepsis,9 had 
hyperbilirubinemia, 3 had hypoglycaemia and 
1 RDS.The average birth weight was 2.3kg11 
patients in the study population were having 
both PIH and IUGR constituting 22% of the 
whole group. Abnormal Doppler was noted in 
10 patients, raised S/D ratio and abnormal P.I 
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of UA and MCA was the most common 
abnormal indices present in above cases, 
whereas C.P.R of <1.08 was observed in all the 
10 patients. 2 patients had absent diastolic flow 
and one patient reversal of diastolic flow, all 
demonstrated” brain sparing effect”. In the 
absent diastolic group, one had LSCS for type 2 
decelerations with birth weight of 1.16kg, baby 
could not be survived because of pulmonary 
haemorrhage and HIE. Another patient had 
induced pre term vaginal delivery of fresh still 
born of weight 1kg. One who showed reversal 
of diastolic flow had a induced, preterm, fresh, 
stillborn baby of weight 1.25 kg. 


In rest of 7 patients, 5 had neonatal death, 2 
were after emergency lIscs for type 2 
deceleration, and babies had low 1 and 5 
minute Apgar score, required resuscitation, 
babies succumbed on 6 th and 3'4post natal 
day due to HIE and RDS. In rest of the 3, it was 
induced, preterm,vaginal delivery, all babies 


had low land 5 minute Apgar score requiring 
resuscitation in all, required ventilator 
support. all had a features of HIE. 


In rest of the 2 patients with abnormal 
indices,one had emergency preterm LSCS for 
type 2 decelerations and baby survived after 10 
days of neonatal stay. Another patient 
delivered preterm vaginally with type 2 
decelerations and low 1 mint Apgar score, 
requiring resuscitation and ventilator support, 
and survived after the NICU stay of 7 days. 


There was only one case of gestational diabetes 
mellitus in the study population, with normal 
Doppler indices and maternal, perinatal 
outcome 


Statistical methods and analysis 


Sensitivity and specificity, positive predictive 
value of S/D ratio, in the prediction of adverse 
perinatal outcome. 


Outcome S i O 
S/D Ratio > Hoorn ma Nma a aiba O 
True Positive (a)n=17 False positive (b)N=11 


False or me c)N=5 True negative (d)n=17 
(ac? bd 28 _—— 


Sensitivity=17/17+5=77.27%=.77 (good) 
Specificity=17/17+11=60.07=0.6=(average) 

Positive predictive value=17/17+11=60.07 %=.6(average) 
Negative predictive value=17/17+5=77 .27 %=.77(good) 





Sa 2 


Kappa value was obtained by K=Oa-Ea/N-Ea. 
Oa=observed count of agreement 

Ea= expected count of agreement. 

N=total no of subjects 


Oa was obtained as=a+d. Ea was obtained by=atb X atc/N +c+d x btd/N. According to this formula, kappa value for 
S/D ratio was .3=fair agreement and p value 0.0004 (significant) and was calculated by software PEPI. According to this 
formula, kappa value for s/d ratio was point 0.3 (fair agreement) and p value .004(significant) and was calculated by 
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software PEPI.“Kappa” value to assess the agreement between S/D ratio and perinatal outcome was according to 
Chapman and Hall.<0.20=poor agreement, 0.21-0.4=fair agreement, 0.4-0.6=moderate agreement, 0.61-0.8=good 
agreement, 0.81-1=very good agreement. 


So similarly, Sensitivity, specificity, positive and negative predictive values of resistance index of umbilical artery in the 
prediction of adverse perinatal outcome was 47%, 88% 8%, 66.66% respectively. Kappa value=0.38 (fair agreement), P 
value=0.002(significant). 


Sensitivity, specificity, positive predictive value and negative predictive value of pulsatility index of umbilical artery in 
the prediction of adverse perinatal outcome were 57.89%, 93.54%, 84.6%, 78.37%. Kappa value =0.55(moderate agreement) 
p value=0.000 (significant). 


Sensitivity, specificity, positive and negative predictive value of CPR in the prediction of major adverse perinatal outcome 
were 95%, 76.66%, 73,03 %95.83%.kappa value=0.68 (good agreement)p value=0.000(significant) Results of our study for 
major adverse perinatal out come. 


Results of our study for prediction of major adverse perinatal outcome 


Sensitivity | Specificity | Positive Negative | K P value 
predictive | predictive | value 
value 


0.004(significant 
0.002(Significant 
0.000(significant 
95% 0.000(significant 





1 





Bar chart showing pregnancy complications in abnormal P.I > 1.5 patient 
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In analysis our adverse perinatal outcome, the results of BN Lakhkar et al,!42] Katherine w fong et 
al,US] Dandolo Grsmellini et al,“44! A singh et al, I can be compared, which is as follows. 


Results of BN Lakhkar et al 


| Sensitivity | Specificity | +ve predictive value | — predictive value _ 


Results of Katherine w. Fong et al 


|__| Sensitivity | Specificity -Ve predictive value 
Plof U/A 58.3% 81.8% D 95.7% 
62.5% 75.5% 18.5% 95.8% 


Results of Dandolo Gramellini et al 


|__| Sensitivi 
PI of UA 90.7% 72.7% 86.7% 
98.4% 94.4% 88.0% 


Results of A. Singh et al 


| | Sensitivity | Specificity +ve predictive value -ve predictive value 











PI of UA 97.5% 95.23% 79.59% 
85.71% 85.71% 


DISCUSSION 





ischemia occurring in patients with 
preeclampsia, that patients with abnormal 


In our study 5 out of 17 patients in PIH group, 
11out of 21 patients in IUGR group and 10 out 
of 11 patients in IUGR and PIH group 
representing 29.41%, 52.38%, 90.99% in each 
demonstrated an abnormal umbilical artery 
wave form. This is in keeping with the 
observation made by Hyun Yoon et al,|&] where 
51% of the patients with PIH demonstrated an 
abnormal umbilical artery Doppler indices. 
Ducey et al has reported 65% of his patients 
with PIH had abnormal umbilical Doppler 
indices.l4] they suggested that severity of the 
disease correlates with the degree of placental 


Doppler velocimetry have poor outcomes and 
thus that classifying patients with 
hypertension according to vascular pattern by 
Doppler velocimetry identifies women with 
significant disease better than does those 
clinical classification currently being used.|&21 


our study is also in obedience to the above 
study, where 5 out of 17 patients in PIH 
group,11 out of 21 in IUGR +PIH group and 
one patient in GDM group showed normal 
Doppler study, consequently there was only 
one still birth in PIH group only, in rest of the 
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patients babies born were not having any of 
the major adverse outcome, were born near 
term, were having more birth weight, good 
Apgar score, had one or two minor adverse 
perinatal outcome.(01) 


Our study is consistent with observation made 
in many studies where babies born with 
abnormal Doppler indices showed higher 
induction rate, preterm delivery,meconium 
stained, type 2 decelerations at the time of the 
delivery-(*13) Instrumental interventions were 
also common in the above babies, along with 
less birth weight,less 1 and 5 minute Apgar 
score, required more resuscitation,ventilatory 
support, more NICU stay. the features of 
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